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3.75 (a) REPEAT 

NODSING FACIUTIES, GENERAL 

(aj Structure: constnxtron, Nousintg facilities lor nonHuman primates must be desigrred ar»d constn>cted so that they 
ara struolurally awnd For tfie spapias ol nanhuman primataa housad in tham. They must be kjept in gpad rapair, and 
thay most protacl the animals from Iniury, conlam the animals securely, andi rasincl otner animals from entering. 

""ThB blue haxagon aitspanded in Ihe anclbsura Df Ihe mangabay "Mamer has baan dasiroyad and is i n dtsrepair. 
The he:H.a 9 on has jagged edges and fMces mat may become Ingested causing Hines or Injury to the animal. This 
should be removed and discarded to protect the animals. 


The inspection and suit briefing was conducted wim the Zoo Dinector. 
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